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Ending At Midnight - February 26, 2019 


CURRENT RESERVOIR CONDITION' 



San Luis Reservoir 
97% I 114% 


Pine Flat Reservoir 
56% I 107% 


Lake Perris 
87% I 104% 


Castaic Lake 
80% I 93% 
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